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DD/S 68-5082 


MEMORANDUM FOR: Executive Director -Comptroller 


SUBJECT : Inspector General's Survey of the 

Office of Medical Services 

REFERENCE : Memo dtd 26 Sept 68 for DD/S fr ExDir-Compt, 

same subj 


In reference memorandum you replied to proposed action on the 
Inspector General’s recommendations and established reporting dates for 
further action on certain recommendations. Regarding the effectiveness 
of the new follow-up procedures for executive annual examinations, the 
Director of Medical Services misinterpreted your deadline of 1 October 1969 
to be 1 October 1968 and submitted die attached report. It simply shows 
that follow-up procedures are currently in effect and will serve to meet 
the essence of the IG recommendations. A report will be submitted on 
I October 1969. 


ILLEGIB 


R. L. Bannerman 
Deputy Director 
for Support 


Att: Memo dtd 4 Oct 68 for DD/S 
fr D/OMS, same subj 

cc : ^D/MS 
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DATE 


1 OCT 

i^jsea 


TO: 


Director of Medical Services 


ROOM NO. 

1 D-4067 


BUILDING 

Headquarters 






REMARK 


. dL&etzt ffiuA 


6tu. 4 Mr 

fUA^tAT, H«e /we *p *&- 

lvu>Ttr sue*- 4^6uu^, A 
Jutjbak tM' nint^ 

JtggjC A&t /&9*4syvUsv% C^vt 

•'UftH &U/1 *4i tsu&f- 

-st&P&Up'L- ^AJlAM+tUu,) A 

LK H/ 0u*A urm/tA, 

*ypn « V\ tc^ ’ 


FROM: 
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Deputy Director for Sup 
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